TECHNICAL MANUAL 


ORGANIZATIONAL, DIRECT SUPPORT AND 
GENERAL SUPPORT MAINTENANCE 
REPAIR PARTS AND SPECIAL TOOLS LISTS 
(INCLUDING DEPOT MAINTENANCE REPAIR 
PARTS AND SPECIAL TOOLS) 


AIR CONDITIONER, 25,000 BTU 
ELECTRIC MOTOR DRIVEN, 
120/208V, 3 PHASE, 50/60 HZ, 

4 WIRE, ELLIS WATTS 
MODEL MOAC-336 

NSN 4120-01-030-6883 


TM 5-4120-343-24P 
TO 35E9-179-14 
C 1 

HEADQUARTERS 

DEPARTMENTS OF THE ARMY AND 
AIR FORCE 

WASHINGTON, D.C., 20 June 1988 

Organizational, Direct Support and 
General Support Maintenance 
Repair Parts and Special Tools Lists 
(Including Depot Maintenance Repair 
Parts and Special Tools) 

AIR CONDITIONER, 25,000 BTU 
ELECTRIC MOTOR DRIVEN, 

120/208V, 3 PHASE, 50/60 HZ, 

4 WIRE, ELLIS WATTS 
MODEL MOAC-336 
NSN 4120-01-030-6883 

TM 5-4120-343-24P/T0 35E9- 179-14, 13 June 1979, is changed as follows: 

1. Remove and insert pages as indicated below. New or changed text material 
is indicated by a vertical bar in the margin. An illustration change is indicated 
by a miniature pointing hand. 

Remove pages Insert pages 

7 and 8 7 and 8 

23 and 24 23 and 24 

2. Retain this sheet in front of manual for reference purposes. 


By Order of the Secretaries of the Army and the Air Force: 


CHANGE 

NO. 1 


Official: 

R. L. DILWORTH 

Brigadier General, United States Army 
The Adjutant General 


Official: 


CARL E. VUONO 

General, United States Army 
Chief of Staff 


LARRY D. WELSH, General USAF 
Chief of Staff 


ALFRED G. HANSEN 
General, USAF, Commander, Air Force 
Logistics Command 

DISTRIBUTION: " ~ 

To be distributed in accordance with DA Form 12-25A, Unit, Direct Support and 
General Support Maintenance requirements for Air Conditioner, 25,000 BTU, 120/208V, 
50/60HZ, 3 PH, 4 




ARMY TM 5-4120-343-24P 
AIR FORCE TO 35E9-179-14 

Technical Manual I HEADQUARTERS 

DEPARTMENT OF THE ARMY 

NO. 5-4120-343-24P ^ Washington, D. C. , 13 June 1979 


ORGANIZATIONAL, DIRECT SUPPORT AND GENERAL SUPPORT 
MAINTENANCE REPAIR PARTS AND SPECIAL TOOLS LIST 
(INCLUDING DEPOT MAINTENANCE REPAIR PARTS AND SPECIAL TOOLS) 

FOR 

AIR CONDITIONER, 25,000 BTU, 

(ELLIS AND WATTS MODEL MOAC-336) 

NSN 4120-01-030-6883 

Current as of 13 June 1979 


REPORTING ERRORS AND RECOMMENDING IMPROVEMENTS 

You can help improve this manual. If you find any mistake or if you know of a way to improve the procedures, 
please let us know. Mail you letter, DA Form 2028 (Recommended Changes to Publications and Blank Forms), or 
DA Form 2028-2 located in the back of this manual direct to: Commander, U. S. Army Troop Support and 
Aviation Materiel Readiness Command, ATTN: DRSTS-MTPS, 4300 Goodfellow Boulevard, St. Louis, MO 63120. A 
reply will be furnished directly to you. 

Table of Contents 

Ulus 

Page Figure 


Section I. Introduction 1 

II. Repair Parts List 7 

Group 01 Chassis Section 1 

02 Control and Indicator Section 2 

03 Condenser Fan and Motor Section 3 

04 Compressor Section 4 

05 Evaporator Section 5 

06 Bulk Materials List 

Section II. Special Tools List (Not applicable) 


IV. NATIONAL STOCK NUMBER AND PART NUMBER INDEX 25 


i/ii (blank) 




Section I. INTRODUCTION 
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1« Scopeo This manual lists repair parts^ special 
tools, test, Fifieasiiremeiit, and diagnostic equipment 
(TMDE), and other support equipment required for 
operation and perforiiiance of organizational, direct 
support, general support and depot maintenance of 
the Air Conditioner. 

2» GeneraL 

а. Section II - Repair Parts List. A list of re- 
pair parts authorized for use in the performance of 
maintenance. The list also includes parts which 
must be removed for replacement of the authorized 
parts. Parts lists are composed of assembly groups 
in ascending numerical sequence, with the parts in 
each group listed in figure and item number se- 
quence. Bulk materials are listed in NSN sequence, 
as the last group in Section 11. 

б, Section II - Special Tools List, (Not applica- 
ble) 

c. Section IV - National Stock Number and 
Pari Number Index. A list, in NUN (National Item 
Identification Number) sequence, of all National 
Stock Numbers appearing in the listings, followed 
by a list, in alphanumeric sequence, of part numbers 
appearing in the listings. National Stock Number 
and part numbers are cross-referenced to each illus- 
tration figure and item number appearance. 

3» Explanation of Columns, The following pro- 
¥ides an explanation of columns found in the tabu- 
lar listings: 

a. Illustration. This column is divided as fol- 
lows: 

(1) Figure Number. Indicates the figure 
number of the illustration in which the item is 

shown. 

(2) Item Number. The number used to iden- 
tify each item called out in the illustration. 

b. Source^ Maintenance^ and Recoverability 
Codes (SMR). 

(1) Source Code. Source codes are assigned to 
support items to indicate the manner of acquiring 
support items for maintenance, repair, or overhaul 
of end items. Source codes are entered in the first 
and second positions of the Uniform SMR Code for- 
mat as follows: 

Code Definition 

PA Item procured and stocked for anticipated 
or known usage. 


PB Item procured and stocked for insurance 
purpose because essentiality dictates that 
a minimum quantity be available in the 
supply systems. 

PC Item procured and stocked and which oth- 
erwise would be coded PA except that it is 
deteriorative in nature. 

PD Support item, excluding support equip- 
ment, procured for initial issue or out- 
fitting and stocked only for subsequent or 
additional initial issues or outfittings. Not 
subject to automatic replenishment. 

PE Support equipment procured and stocked 
for initial issue or outfitting to specified 
maintenance repair activities. 

PF Support equipment which will not be 
stocked but which will be centrally pro- 
cured on demand. 

PG Item procured and stocked to provide for 
sustained support for the life of the equip- 
ment. It is applied to an item peculiar to 
the equipment which, because of probable 
discontinuance or shutdown of production 
facilities, would prove uneconomical to re- 
produce at a later time. 

KD An item of a depot overhaul/repair kit and 
not purchased separately. Depot kit de- 
fined as a kit that provides items required 
at the time of overhaul or repair. 

KF An item of a maintenance kit and not pur- 
chased separately. Maintenance kit de- 
fined as a kit that provides an item that 
can be replaced at organizational or inter- 
mediate levels of maintenance. 

KB Item included in both a depot overhaul/re- 
pair kit and a maintenance kit. 

MO Item to be manufactured or fabricated at 
organizational level. 

MF Item to be manufactured or fabricated at 
the direct support maintenance level 

MH Item to be manufactured or fabricated at 
the general support maintenance level. 

MD Item to be manufactured or fabricated at 
the depot maintenance level 

AO Item to be assembled at organizational 
level. 

AF Item to be assembled at direct support 
maintenance level* 
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AH Item to be assembled at general sup|K>rt 
maintenaace level, 

AD Item to be assembled at depot mainte- 
nance level 

XA Item is not procured or stocked 'because the 
requirements for the item will result in 
the replaciaant of the next higher 
asseiiibl}^ 

XB Item is not procured or stocked, if not 
available through salvage, requisition, 

XD A support item that is not stocked When 
required, item w'ill be procured through 
normal supply channels. 


NOTE 

Caunibalizati&n gt salvuge muy be 
used as m source of supply for amy 
items source coded above except thme 
coded XA or XB. 

(2) Maifitemaiiee Code. Maintenance codes 
are assigned to indicate the levels of 'maintenance 
authorized to use and repair support items. The 
maintenance codes are entered in the third and 
fourth positions of the Uniform SMR Code format 
as follows: 

(a) The maintenance code entered in the 
third position will indicate the lov/est maintenance 
level authorized to remove repalce, and use the sup- 
port item. The maiiiteiiaiice code entered in the 
third position will indicate one of the following lev- 
els of maintenance. 


Application/Explanation 

Crew or operator maintenance performed 
within organizational maintenance. 

Support item is removeci replaced, used at 
the organizational level. 

Support item is removed, replaced, used by 
the direct support element of integrated 
direct support maintena'nce. 

Support item is removed, replaced, used at 
the direct support level 

Support item is removed, replaced, used at 
the general support level. 

Support items that are removed, replaced, 
used at depot, mobile depot, specialized re- 
pair activity only. ■ ' 


NOTE 

Codes '"O' and ir/// be nuisidered 
the sa m e hr d i red s a ^ u > /• / i / j*; , 

(M The LUiiHdei'.anc.- . cu'ie d in th 

fourth indice.-tn-i whefl ^ :te\i ia to b 

repa ired a ml i d en i i fi c\s 1 1 s • ^ a r I i : 5 . ' ' ? j nanc 
level with fee' ea:)ahihty . I / reDai 

(i.e., ail K'aiHiii'neee'* a"..,*! i ; ITi 

pc^jsiikm wall ore' 1 li'- v. taalrih: 

nance codas: 

Code Apil’cati*. 1 

0 The hei.se 'i level c’r^pable c 

coiopleO^ (d' i!e-i:a Is th 

orgaiiizaf ioiial. level 

F The hnveat iiirhr4f‘r''i!ire leve! d 

complete n pah uf fli aippar! item h th 
direct HUpperi level 

H The lowest 'nminteniiDvv h^ve! capable cj 
cimiplele n pair of the sapp'ir' ifr.ri Is lb 
general fuipiM)!*!. level 

D T|a* |uwe*A Mala! acne ^ ' e jpalJt 0 

ramplete repair of Ihe th 

depot level. 

L Repair rr\Hiiieled le deHlgiioliai .‘q^eciaiizei 
repair activity. 

Z Norirepar,‘i:>Ie. No ri'pair is aiif.tiorized. 

B No repair is aiiifvjrc/.rcL T’hi* iteia . oiv h 
recond'* doned hy adjiva irig. lufricatirig 
etc., at the user level No I'virLs «ir specia 
took arc precurtaJ for the itinintenanee 0 : 
this item 

(3) Recovertihiliiy f^ocle. Rta‘ovc*ruhi!ity codej 
are assigned to supixirt .item:; le iiuJicate tlie dispo 
sitioB action on imeervicealde items. The recov 
erability code is entered in the fifth |>oHlt 4 mi of thi 
Uniform SMR Code format as 

Recoverability 

Definition 

Z Nonreparable item. When un- 

serviceable, condemn and dis* 
pose at the level indicated iii 
Position 3. 

0 Reparable item. When un^ 

economically reparable, coni 
demn and dispose at ort 
ganizational level ^ 
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F Reparable item. When un- 

economically reparable, con- 
demn and dispose at the direct 
support level. 

H Reparable item. When un- 

economically reparable, con- 
demn and dispose at the gen- 

eral support level. 

D Reparable item. When beyond 

lower level repair capability, 
return to depot. Condemnation 
and disposal not authorized 
below level. 

L Reparable item. Repair, con- 

demnation, and disposal not 
authorized below depot/spe- 
cialized repair activity level. 

A Item requires special handling 

or condemnation procedures 
because of specific reasons (i.e., 
precious metal content, high 
dollar value, critical material 
or hazardous material). Refer 
to appropriate manuals/direc- 
tives for specific instructions. 

c. National Stock Number. Indicates the Na- 
tional Stock Number assigned to the item and will 
be used for requisitioning purposes. 

d. Part Number. Indicates the primary number 
used by the manufacturer which controls the design 
and characteristics of the items. 

NOTE 
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When density of equipments supported exceeds den- 
sity spread indicated in the basis of issue, the total 
authorization is increase accordingly. 

g. Unit of Measure (U/M). Indicates the stan- 
dard of the basic quantity of the listed items as used 
m performing the actual maintenance function, 
pis measure is expressed by a two-character alpha- 
betical abbreviation (e.g., ea, in, pr, etc.). When the 
unit of measure differs from the unit of issue, the 
lowest unit of issue that will satisfy the required 
units of measure will be requisitioned. 

h. Quantity Incorporated in Unit. Indicates 
the quantity of the item used in the breakout shown 
p the illustration figure, which is prepared for a 
f^unctional group, subfunctional group, or an assem- 
biy. A V appearing in this column in lieu of a 
quantity indicates that no specific quantity is appli- 
cable, (e.g. shims, spacers, etc.). 

4. Special Information. 

а. Repair parts kits and gasket sets appear as 
the last entries in the repair parts listing for the 
figure in which its parts are listed as repair parts or 
are listed at the end of the repair parts listing for 
the last figure containing parts of the kit. 

б. The following publications pertain to the air 
conditioner and its components. 

TM 5-5420-200-2 Operator Organizational, 

Direct Support and General 
Support Maintenance 
Manual 


When a stock numbered item is requi- 
sitioned,^ the repair part received may 
have a different part number than the 
part being replaced. 


for Manufacture 
FSCM is a 5-digit numeric code listei 
m SB 708-42 which is used to identify the manu 
facturer, distributor, or Government agency, etc. 


f. Description. Indicates the Federal item 
name and, if required, a minimum description to 
identify the item. Items that are included in kits 
and^sets are listed below the name of the kit or set 
with the quantity of each item in the kit or set indi- 
cated in the quantity incorporated in unit column. 
When the part to be used differs between serial 
numbers of the same model, the effective serial 
numbers are shown as the last line of the descrip- 
tion. In the Special Tools List, the initial basis of 
issue (BOp appears as the last line in the entry for 
sach special tools, TMDE, and support equipment. 


5. How to Locate Repair Parts. 

a. When National Stock Number or Part 
Number is Unknown. 

(1) First. Using the table of contents, deter- 
mine the assembly group within which the repair 
part belongs. This is necessary since illustrations 
^e prepared for assembly groups, and listings are 

divided into the same groups. 

(2) Second. Find the illustration covering the 
assembly group to which the repair part belongs. 

^ (3) Third. Identify the repair part on the il- 

lustration and note the illustration figure and item 

number of the repair part. 

("4; Poitrf A. Using the Repair Parts Listing, 

find the figure and item number noted on the illus- 
tration. 

5. When National Stock Number or Part 
Number is Known, 

(1) First. Using the Index of National Stock 
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Numbers and Part Numbers, find the pertinent na- 
tional stock number or part number. This index is in 
ascending NSN sequence followed by a list of part 
numbers in ascending alphanumeric sequence 
cross-referenced to the illustration figure numbed 
ana item number. 

(2) Second After finding the figure and item 
umber, locate the figure and item number in the 
repair parts list. ® 


4 



TM S-4l2a-343-24P 


(1) 

ILLUSTRATION 

(2) 

(3) 

(4) 

(5) 

(6) 


TO 3 

529-179-14 

(7) (8| 

(a) 

FIG 

NO. 

(b) 

ITEW 

NO. 

SMR 

CODE 

national 

STOCK 

NUMBER 

PART 

NUMBER 

FSCM 

DESCRIPTION 


USABLE ON CODE 

QTY 

INC 

IN 

U/M UNIT 







SECTION II, REPAIR PARTS LIST I 
GROUP 01 CHASii;* icCTiuN 




1 


1 XBFZZ 


2 0V2-1 


7 CHASSIS, „ 




1 


2 PAQZ2 

531 0-00-984-3 80 

6 MS51922-9 


6 NUT,SELF-LOCKiMG®««a.. 


1 


2 PAOZZ 

531 0-00- 087-749 

3 MS27183-13 

9690 

3 WASHER,FLAT*«»» ^ ^ ^ ^ ^ ^ ^ ^ ^ ^ ^ ^ ^ ^ 

E A 12 

1 


< XBOZZ 


DANIELS621L 

7174 

1 BOLT,EYE«,«s«,, 

EA 24 

i 


5 P.AOZ2 

5310- 00-141-306 

S MS27I30A26 

9o90t 

NUT, PLAIN, BLIND.. . 

EA 4 

1 


e PAOZZ 

531 0-00- 550- 5 05 

4 MSi5795-809 


3 WASHER, FLAT. , 


1 


■ PAOZZ 

53X0- 00-933-812 

1 MS35338-139 

96vO< 

l«iASHER,LOCK..., ... 

EA 6 

1 


PAOZZ 

5305- 00-247-132 

f MS35234-65 

Ot 

SCREW, MACHINE,. 

EA 6 

i 


XBOZZ 


20V2-2PI 


CABI NET, ELECTRICAL.. 


1 

X 

Cl PAOZZ 

5305- 00-225-908 

1 MS90725-36 

96906 

SCREW,MAChINE,. n-t » 


1 

i 

XBfZZ 


20V2-2P8 

984-37 

BRACKET, ANGLE . 


1 

X 

PAOZZ 

5310- 01-009-978 

MS27130-20 

969Uc 

NUT, PLAIN, BLIND.. ^ 

EA 4 

X 

i. 

PAOZZ 

53X0-00- 045-329 

MS35338-43 

965^06 

WASHER, LOCK.. 

EA @ 

1 

1^ 

PAOZZ 

53X0- 00-809-a54« 

MS27X83-8 

9o90o 

WASHER. FLAT.... 

= A 8 

1 

X 

i PAOZZ 

5305- 00-993-1 84< 

MS35207-265 

9o906 

SCREW, MACHINE . 

:A a 

1 

li 

XBOZZ 


20V2-107MI 

98437 

GRILLE, METAL 

:A 8 

1 

V 

PAOZZ 

5325-00-282-7471 

85-35-295-15 

94^42 

RECEPTACLE, TURNLOCK....,,. . 

:A i 

1 

1« 

PAOZZ 

5365- 00-83 8-0422 

85-34-101-17 

94<:zz 

RETAINER,STUD.. 

:A 34 

1 

l< 

PAOZZ 

5320-00-582-3 522 

1601-0410 

19768 

RIVET. BLIND 

•A 34 

1 

2( 

» PAOZZ 

53X0- 00-777-6032 

a 5 -46-1 01-39 

94422 

WASHER, RECESSED.. 

A 72 

1 

21 

PAOZZ 

5325- 0a-4X0-313C 

14-18-150-24 

94224 

SPRING.HELICAL.. 

:A 34 

1 

22 

: PAOZZ 

5325- 01-021-1121 

85-11-930-16 

94442 

STUD, TURNLOCK...... 



:A 34 

A 30 

X 

2^ 

XBOZZ 


20 VI -IPl 

98437 

COVER, ACCESS.. 


1 

Z* 

PAOZZ 

532 5- 01-021-1928 

85-11-1100-16 

94222 



A 1 

X 

2! 

PAOZZ 

4130-01-072-8271 

2 0V2-105 

#643 7 

FILTER ELEMENT, AIR, 

A 4 

1 

2< 

XBOZZ 


SS72 0-2 OV 

98437 

plate 

A 1 

X 

2V 

XBOZZ 


2 0VI-1 P2 

984-37 

COVER.ACCESS... . 

A 1 

X 

Zl 

XBOZZ 


20V2-108 

98437 

PLATE, INSTRUCTION.. 



A 1 

A 1 

X 

2‘ 

XBOZZ 


20V2-1 09 

98437 

PLATE, INSTRUCT I ON........... 


X 

3( 

XBOZZ 


20V1-1 P4 

9 8437 

COVER, ACCESS. - 

A 2 

X 

31 

XBOZZ 


20VI-1 P3 

9 8437 

COVER, ACCESS. 

A 1 

1 

32 

PAOZZ 

5320-00-426-4916 

1601-0613 

19738 

RIVET, BLIND.. 

A 1 

X 

3- 

XBOZZ 


SS196 

96437 

INSULATORtWASHER....... 



A 22 

A 22 

1 

3* 

XBOZZ 


20V5-6-2P5 

984^7 

INSULATION BOARD..,., 


X 

3f 

XBOZZ 


20V5-6-2P6 

98437 

INSULATION BOARD...., 

\ z 

1 

3i 

XBOZZ 


20V5-6-2P4 

#8437 

INSULATION BOARD.. 



^ 1 

A 1 

X 

3V 

XBOZZ 


20V5-6-2P1 

98437 

INSULATION BOARD........,,..,..,....,.,. 



A 1 

' . 2. 

38 : 

XBOZZ 


20V5-6-2P2 1 

J8437 

INSULATION BOARD...,. 



1 

1 

39 . 

XBOZZ 


20V5-6-2P3 

iia437 

INSULATION BOARD... 



' , 1 : 

1 

, •40^' J 

XBOZZ 


20V5-6-2P7 V 

>8437 

INSUUTION BOARD....... 



1 


41 j 

(BOZZ 


20V5-6-2P8 5 

»84J7 

INSULATION BOARD.,.,... 
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FIG 1. CHASSIS SECTION (SHEET I OF 2) 
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(6) 


DESCRIPTION 

USABLE ON CODE 


PAOZZ 5305-00-059-3660 MS51958-64 

PAOZZ 5310-00-933-8121 MS35338-139 

PAOZZ I 5310-00-550-5054 MS15795-809 

PAOZZ 5310-01-009-9785 MS27130-20 

PAOZZ 5930-00-615-9367 MS35059-21 

i PAOZZ 5310-00-934-9765 MS3565O-304 

’ PAOZZ 5925-00-077-8972 PDM5 

5 PAOn 5305-90-059-3662 MS51 958-66 


GROUP 02 CONTROL AND INDICATOR SECTION 

SCREW, MACHINE 

WASHER, LOCK 

WASHER, FLAT 

NUT, PLAIN, BLIND 


SWITCH, TOGGLE ATTACHING HARDWARE SUPPLIED WITH 
SWITCH 

NUT, PLAIN, HEXAGON 

CIRCUIT BREAKER 

SCREW, MACHINE 


F80Z2 

j 6110-00-994-3356 

I 

42555-300 

04009 

PAOZZ 

6210-00-883-0133 

51901-135 

72619 

PAOZZ 

6240^-00-143-3049 

636 

92966 

PAOZZ 

1 621C-00-504-1993 

I 

51-0901-0112-201 

72619 

XBGZ2 

! 

j 

1 20V2-10S 

1 

1 98437 

PAOZZ 

I 8210-S0-2S3-5106 

j 

j 51-0901-01^1-301 

1 72618 
1 

>3022 

j 

j 28\/4-1-1 

1 98437 

PAOZZ 

I 5310-C0-934-9761 

I f»1S35849-64 

j 

^ 96S06 

PAOZZ 

1 

1 5310-00-929-6395 

1 f^S35338-136 

96998 

PAOZZ 

1 cSiC’-C j-72u-3359 

MS3102E24-22P 

S6S06 

P-n^ZZ 

! 5305-CC-06S-3534 

ySS5233-31 

S6906 

OJ5Q77 

5310-00-380-5976 

yS15795-8G6 

96906 

PAOZZ 

5305-G0-989-7435 

1^335207-264 

96906 

PAOZZ 

5370-00-809-8546 

MS27183-8 

96906 

PAOZZ 

5945-00-003-4333 

ACG3300M20 

04009 

PAOZZ 

I 5310-00-045-3298 

yS35338-43 

96906 

PAOZZ 

1 5S99-GG-475-1037 

42410 

1 04009 

PAOZZ 

j 6110-01-006-6035 ■ 

ACS3302U20 

04009 

PAOZZ 

1 59S9-G0-383-2139 | 

42908 

04009 

PA0.2Z ! 

i 5305-00-984-6196 j 

1^^335206-248 ■ 

96906 


BUTTON, RESET AHACHING HARDWARE SUPPLIED WITH 
RESET BUTTON 


LIGHT, INDICATOR AHACHING HARDWARE SUPPLIED WITH 
INDICATOR LIGHT 


LAMP, INCANDESCENT 


•IGHT INDICATOR ATTACHING HARDWARE SUPPLIED WITH 
INDICATOR LIGHT 


PLATE, INSTRUCTION 


j 5310-00-045-3299 
I 5310-00-809-8544 
I 5930-00-7S6-3535 


MS35338-42 

MS27183-7 

A36AHB3 

M327130A14 


J j LIGHT, INDICATOR ATTACHING HARDWARE SUPPLIED WITH 
I INDICATOR LIGHT 

’ I PLATE, MOUNTING 

I NUT, PLAIN, HEXAGON 

WASHER, LOCK 

CONNECTOR 

SCREW, MACHINE 

HASHER, FLAT 

SCREW, MACHINE 

WASHER. FLAT 

RELAY, ARMATURE 

WASHER, LOCK 

HEATER, THERMAL 

STARTER, MOTOR 

HEATER, THERMAL 

SCREW, MACHINE 

WASHER, LOCK 

WASHER, FLAT 

THERMOSTAT, FLOW 

NUT, PLAIN, BLIND 
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GROUP 03 CCNOcMocR Fa.m Aj'.D MOTOR SECTION 



5 

1 

PBOZZ 


AK54H-3/4 

71176 

PULLEY »GR0aVE««e«« .a. « a »• «•» a «•«»•»«» a «»»«>•« . » i. 

EA 

f 

3 

2 

PAQZZ 


AP36 

714.70 

BELT.POWERaaaa.a a a a . • a a a a a « o « • » a « • « » « a a a • » » a . » « . . . 

EA 

1 

3 

3 

PBOZZ 


IVP44-5-8 

71176 

PULLEY a GROOVE. a a ... a . a a «a a « aa a ; 

EA 

1 

3 

4 

XBOZZ 


20V2-108 


PLATE. INST RUCTION ». «« aaa «.« a . a a 

EA 

1 

3 

5 

PAOZZ 

531 0- 00-964-3 606 

MS51 922-9 

'»69 Jo 

NUT .self-locking 

EA 

8 

3 

6 

PAOZZ 

5310-00-087-7493 

MS27183-13 


WASHERaFLATaa ...a. a 

EA 

8 

3 

7 

PAOZZ 

6105-00-377-8115 

RM3154 

j5a7£ 

MOTOR. ALTERNATING. 

EA 

t 

3 

U 

PAOZZ 

531 0- 00-809-4 C6l 

MS27183-15 

o9 J6 

WASHER. FLATaaaa a a a a a a « a a « a a . • • a • a a . • . . a » . . » . 

U 

4 

3 

9 

PAOZZ 

5340- 00-070-2 C64 

AR151 

35197 

MOUNT.RESILIENT.a.aa.a.a.aaa . aaaa.a.a.... 

EA 

8 

3 

10 

PAQZZ 

5306- 00-225-8 5Cl 

MSg0725-37 

9 69 Jo 

...a.... », • . 

EA 

4 

3 

li 

PAOZZ 


20V2-101M1 

98*^37 

FAN.CENTRIFUGALa.aaa.a.a.a.aaaaa.aaaaa.a.aaaaaaa.aaa... a. »• . ^ 

EA 

1 

3 

12 

XBFZZ 


F3U 

.12336 

TUBE.FITTING.FLEX...a«.a.aaaaaaaaaaaaaa..«.aa»a«.aa.a..a.... > 

EA 

1 

3 

13 

XBFZZ 

4730- 00-821-3 C3 7 

W2 321 

41947 

a • a a a • a . a a . . . . 

EA 

8 

3 

14 

XBFZZ 

4730-00- 821-9184 

W403 5 0 

41^47 



EA 

1 

3 

15 

XBFZZ 

4730-00-839-6380 

h2 32 6 

41947 

ELBOW. TUBE. .a.#. .. .. 

EA 

2 

3 

16 

PAFZZ 

4730-00-822-1277 

Wl 715 

419^7 

BUSHING. SLEEVE. ....a. 

EA 

1 

3 

17 

XBFZZ 

4730- 00-254-645C 

*^2 022 

%l947 

ELBCW.TUBEa »•». 

EA 

3 

3 

18 

PAFZZ 

473 0-00-251-1377 

Wl72o 

41947 

BUSHING. SLEEVE a., .a .a. a. • aa • • • a. • • • . . a • . » • * . . » • . 

EA 

1 

3 

19 

XBFZZ 

4730-00-345-1106 

W4001 

A1947 

a. > 

EA 

2 

3 

20 

XBFZZ 


W2 317 

419 47 



EA 

3 

3 

21 

■ 

XBFZZ 

473 0-00-027-0 773 

^2334 

41947 

ELBOW. TUBE. aaaa a aa a a. a 

EA 

1 


11 








TM 5-4120-343-24P 
TO 35E9-179-14 



TM 5-4120-343-24P 
TO 35E9“179-i4 

“ i:^) yiT” 

illustration 

(a) TT^ 
f»g item swr 


( 6 ) 

description 


USABLE ON CODE 


QTY 

INC 

m 

U/M UNIT 


4 

1 PAOZZ 

* 

531 0“ 00- 077-5 7 97 

MS21U44N3 9 

6t»Oo 

4 

2 PAOZZ 

5305-00-984-7341 

MS351 91-273 


4 

3 PAOZZ 

5340-00-009-0506 

HS2110S-7 

, OV U 6 

4 

4 PAFZZ 

5340- 00-905-4 C02 

A14U21 

. 1 V *, / 

4 

5 PAOZZ 

5310- 01-009-9765 

MS 271 30-20 


4 

6 PAOZZ 

5305-00-993-1 640 

MSiS207-26S 

Uo i»ut> 

4 

7 PAOZZ 

5310- 00-809-8546 

MS2Ti83-8 

■#6'.06 

4 

8 PAOZZ 

5310“ 00-045-3296 

MS3S:i38-43 

VB'siaQ 

4 

9 PAOZZ 

5305- 00“ 068-0501 

HS9UTE5-S 

VtJ^Oto 

i 

4 

10 PAOZZ 

5310-00-582-596? 

« S3 S3 3 8-44 

1 

4 

U PAOZZ 

531 0- 00-809-4051 

) MS27183-10 ! 



12 X8FZZ 


2 0V2-2P7 

j 

4 



4 

13 PAOZZ 

531O-OO-9S9-160I 

1 H SSI 922 *21 

: Vo9Uo 

j 

4 

14 PAOZZ 

5310- 00- 809-4C6! 

i MS271 83-15 

i iOVUB 


15 P8FZZ 


} L61H 

i 

1 w76 M 

4 


\ 

4 

16 PAOZZ 

482 0- 01 - 06 5 - 2 0. 0 0 * H P « 54 fi 

\ i 01 '> t» 

! 

4 

17 PAOZZ 

5305-00-989-7415 M ‘»35207-26'4 

6 06 

4 

18 P8FZZ 

4820-00-869-3261 NC3'“10 

j ’,1 8*. 37 

4 

19 XBFZZ 


! 2UVSB3 

1 98»,‘07 

4 1 

20 PAOZZ 

5310-00-141-3 0621 MS2I130A26 

1 ¥6')# 06 
1 


21 P&FZZ 


1 NS 0224 

i 


22 PA022 I 5340-0O~497~9eB0 UnHE-I^C 

23 PAFIZ 4T20-00-«059«'3lOlj 

2A PAPZZ 4820-QO-69Q*B^:§4| C 5H. 

25 X8FZZ I 2av5Z4 

26 PAFZZ 4720- 00-009-7Z79I tl 2-4-3C 

27 PAFZZ U520-Da-W7-V}J»s| 018-001.0-00 
ZajpAOZZ S306-00-225-HSa§ MS9aT2a»-4i 

2 9 PAQZZ 5310-00-167-0767 ■AN970-S 

30 PAOZZ 5310-00-087-7493 H&27 18 3-13 

31 PAFZZ 4130-01-068-5302! 14Z3-1 Ml 

3 2 P AD Z Z 5 31 0- 0 0- 9 84- 3 80 6 MS Si 922-9 

33 PAFZZ 5930- 00«064“320tj AP2D-4016 

34 PAFZZ 5930-00-063-77791 AP-Zl-^-OlS 
3 5 PAFZZ 4130- 01- 072- 832 1 1 ZOV3-2 


■ ^ “GRQUP~o^r“COHPK£-6 :>wiK 

C)i»0o NUT. PLAIN, Bt IN0,*« 

SCRew.MACHiNE....*. »« «*«•» ®«‘*« 
pOVUS clamp. LCiOP. 

♦ IV't/ PLUOiFUSI BLE«».**®* «♦ *« «»*.»«• 
^690£» NUT .PLAIN, BL INO* 

SCREW, MACH IN 6. 

WASHER, FLAT **». 

■jffe'siaQ WASHER , LOCK* »•»•*•»*♦*• 
vo'rfUb, SCREW, MACHINE.. •®*«*®®* 

•^oVUij I WASHER .LOCK 

vASUo wASHER.FLATw.....**®*****®'*'* 

s 3*d%37 BRACKET .HEC El 

I ^o-iOo NUT, PLAIN ® ® 

5 iPV U6 WAShEP f FLAT 

[ wTsai ' RECEIVER, ® 

i Z 02^6 VALVE, RECUL AT IMG... 

! 

: 'll 6;# Of) SCREW.MACHI NE.® ® 

|^d*.i7| VALVE.CRDSS....®,** 

Ud«*-p7i BRACKET ,DOUBLE. * * . » « ® ® * «* • “ « 

I i 

lv6'#0fe: NUT. PLAIN. BLIND... 

■ Z8*f04j STRAINER. SEOIME NT.*..®.-® •» 

0 80^.41 CLAMP. LOOP..-**.* • 

?7Urtvj HOSE ASSEMBLY.METAt*. *• ** *« 

^7a2£»»: VALVE, HLGULAT INC.***.** *•»« ‘ 

bracket* angle.* 

jvB*t.A7i HOSE ASSEMBLVf MET A L.* ** *. *• 
ii46avi MEAT ER, CRANKCASE**. •*.* 

1 j 

Uovuo SCREW .MACHINE..*# *.*•.«» •• 


|oB044| RASHER.LOCK.*.#** **< 
vovJ»* WASHER, Ft AT. ******* 
VB*t37 COMPRESSOR****.** •• 

VAvOb NUT, SELF- LOCKING,,*# 

oU44!» SWITCH. PRESSURE** * . 
BUo4i» SNITCH. PRESSURE. , 
VPfAt: COIL.CQNOENSER****- 



14 
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FIG 4. COMPRESSOR SECTION (SHEET 2 OF 2) 


16 


5 - 4120 - 343 - 24 ? 



y 

> 

I 

) 

t 

i 

5 

i 

3 

1 



TM 5-4120-343-24? 
TO 35E9-179-14 


(1) 

ILLUSTRATION 

(2) 

SMR 

CODE 

(3) 

NATIONAL 

STOCK 

NUMBER 

{4> 

PART 

NUMBER 

(5) 

FSCM 

(S) 

DESCRIPTION 

USABLE ON CODE 

(7) 

U/M 

(8) 

QTY 

(NC 

IN 

UNIT 

(a) 

FIG 

NO. 

(b) 

ITEM 

NO. 

5 

40 

XBFZZ 

4730-00-263-6471 

W4007 

41947 


TS” 

1 

5 

41 

PAFZZ 


LCL2A 

Z0255 


EA 

1 

5 

42 

XBFZZ 

4730-00-254-6450 

W2C22 

41947 


EA 

7 

= 

43 

PAFZZ 

4730- 00-809-9669 

W1717 

41947 


EA 

1 

5 

44 

XSFZZ 

4730-00-989-1903 

W4043 

41947 


EA 

2 

5 

45 

XBFZZ 

4730-00-839-6380 

W232 6 

41947 


EA 

3 

5 

46 

XSFZZ 

4730-00-263-6472 

W4006 

41947 


EA 

1 ■ 

5 

47 

PA02Z 

5305-00-989-6265 

MS35207-262 

96906 


EA 

2 

5 

48 

XBFZZ 


20V2-110 

98437 


EA 

1 

5 

49 

XSFZZ 


1620-3-3-16-2 

Z8462 


EA 

1 

5 

50 

PAFZZ 


TCLE200HW100 

7 0255 


EA 

1 

5 

51 

XflOZZ 


20V2-2P9 

9 8437 


EA 

f. 

5 

52 

PAFZZ 


20V3-7 

98437 


EA 

1 

5 

53 

PAOZZ 

5340-00-009-0506 

MS21105-7 

96906 


EA 

4 

5 

54 

PAOZZ 

5305-00-995-3441 

MS352 07-269 

96906 


EA 

Z 

5 

55 

PAOZZ 

4130-01-072-8212 

20V2-1 06 

98437 

FILTER ELEMENT^ AIR® ® ® ® * o . ... 

EA 

1 







GROUP 06 BULK MATtRiALS LIST 





PAFZZ 

5999-00-937-5 824 

26106 

0770U 

SHIELDING GASKET®.® . ® ' 

FT 

19 ' 



PAFZZ 

6145-00-578-7 514 

H 5086-2-12-9 

81349 

WIRE, ELECTRICAL.®®.® ....... 

FT 

265 



PAFZZ 

6145-00-578-6602 

H5086-2-18-9 

81349 

WIRE. ELECTRICAL. 

FT 

105 



PAFZZ 

7510-00-031-7498 

NDT3 0 

82814 


FT 

50 



PAFZZ 

4710-00-203-3173 

WhT775-l-2 00XR03 



FT 

9 





2 WALL 

61348 






PAFZZ 

4710-00-203-3171 

WWT775-1-40UXR03 



FT 

4 





OWALL 

81348 






PAFZZ 

471O-C0-2O3-3172 

hWT775-3-80uxau3 



FT 

2 





2 WALL 

6 18 48 






PAFZZ 

4710-00-203-3174 

WWT775-5-800XAa3 



FT 

13. 





5WALL 

81348 






PAFZZ 


WW77997YPELFORMA 


.. 

FT 

2 





C L2-7-8 

■ , 

81348 





IS 







Tsoa^io 


FIG 5. EVAPORATOR SECTION (SHEET 2 OF 3) 
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TM 5-412CI-343-24P 
TO 35E9-179-14 


SECTION l¥. NATIONAL STOCK NUMBER AND PART NUMBER INDEX 


STOCK NUMBER 

5945-00-008-4333 

5340-00-009-0506 

5340-00-009-0506 

4720-00-009-7279 

4730-00-027-0773 

7510-00-031-7498 

5310-00-045-3296 

5310-00-045-3296 

5310-00-045-3296 

5310-00-045-3296 

5310-00-045-3299 

5310-00-045-4007 

5305-00-059-3660 

5305-00-059-3662 

4720-00-059-3701 

5930-00-063-7779 

5930-00-064-3207 

5305-00-068-0501 

5305- 00-068-6534 
5340-00-070-2064 
5340-00-070-2064 
5925-00-077-8972 
5310-00-087-7493 
5310-00-087-7493 
5310-00-087-7493 
5310-00-087-7493 
5340-00-104-7581 
5310-00-141-3062 
5310-00-141-3062 

1 6240-00-143-3049 
5310-00-167-0767 
4710-00-203-3171 
4710-00-203-3172 
4710-00-203-3173 
4710-00-203-3174 

5306- 00-225-8501 
5306-00-225-8501 
5306-00-225-8505 
5305-00-225-9081 
5305-00-247-1325 
4730-00-251-1377 
4730-00-254-6450 
4730-00-254-6450 
4730-00-263-6460 
4730-00-263-6471 
4730-00-263-6472 
4730-00-277-7922 
5325-00-282-7471 
6210-00-299-5106 
4730-00-345-1106 
6105-00-377-8115 
5999-00-383-2139 
5325-00-410-3130 
5320-00-426-4916 
5999-00-476-1037 
5340-00-497-9880 
5340-00-497-9880 
6210-00-504-1093 
4520-00-537-5965 
5305-00-543-4346 
5310-00-550-5054 
5310-00-550-5054 
5340-00-559-6128 
6145-00-578-6602 
6145-00-578-7514 
3030-00-580-9527 
5320-00-582-3522 
5310-00-582-5965 
4820-00-590-8654 


PART 

NUMBER 

ACC330UM20 

AC53302U20 

ADK163S 

AK54H-3/4 

AK64H 

AMI1SS3 


FIGURE ITEM 

NO. NO. 

2 23 

4 3 

5 53 

4 26 

3 21 

1 13 

2 24 

4 8 

5 21 

2 29 

5 13 

2 1 

2 8 

4 23 

4 34 

4 33 

4 9 

2 19 

3 9 

5 5 

2 7 

1 3 

3 6 

4 30 

5 4 

5 30 

1 5 

4 20 

2 11 

4 29 


3 10 

5 1 

4 28 

1 10 

1 8 

3 18 

3 17 

5 42 

5 34 

5 40 

5 46 

5 36 

1 17 

2 14 

3 19 

3 7 

2 27 

1 21 

1 32 

2 25 

4 22 

5 31 

2 12 

4 27 

5 11 

1 6 

2 3 

5 29 


5 7 

1 19 

4 10 

4 24 


FIG. ITEM 
FSCM NO. NO. 

04009 2 23 

04009 2 26 

70255 5 38 

71176 3 1 

71176 5 8 

70255 5 35 


STOCK NUMBER 

5930-00-615-9367 

6210-00-683-0133 

5935-00-725-0889 

5310-00-777-6032 

5310-00-782-1349 

5930-00-786-3535 

5310-00-809-4058 

5310-00-809-4061 

5310-00-809-4061 

5310-00-809-4061 

5310-00-809-8544 

5310-00-809-8546 

5310-00-809-8546 

5310-00-809-8546 

5310-00-809-8546 

4730-00-809-9669 

4730-00-821-3037 

4730-00-821-9184 

4730-00-822-1277 

5365-00-838-0422 

4730-00-839-6380 

4730-00-839-6380 

5930-00-842-3378 

4820-00-869-3261 

4130-00-871-5633 

5310-00-877-5797 

5310-00-877-5797 

5310-00-880-5976 

4810-00-881-3005 

5340-00-905-4002 

5310-00-929-6395 

5310-00-933-8121 

5310-00-933-8121 

5310-00-934-9755 

5310-00-934-9761 

5310-00-934-9765 

5999-00-937-5824 

5310-00-959-1488 

5310-00-984-3806 

5310-00-984-3806 

5310-00-984-3806 

5310-00-984-3806 

5305-00-984-6196 

5305-00-984-7341 

5305-00-984-7341 

4730-00-989-1903 

5305-00-989-6265 

5305-00-989-7435 

5305-00-989-7435 

5305-00-989-7435 

5305-00-993-1848 

5305-00-993-1848 

5305-00-993-1848 

5305-00-993-1851 

6110-00-994-8356 

5305-00-995-3441 

6110-01-006-6035 

5310-01-009-9785 

5310-01-009-9785 

5310-01-009-9785 

5310-01-009-9785 

5325-01-021-1121 

5325-01-021-1928 

4820-01-065-2000 

4540-01-065-6359 

4130-01-068-5302 

4130-01-072-8271 

4130-01-072-8272 

4130-01-072-8321 


PART 

NUMBER 

AN742-12C 

AN742-12C 

AN742-4C 

AN970-5 

AP20-4016 

AP21-4013 


FIGURE ITEM 


NO. NO. 

2 5 

2 10 

2 18 

1 20 

5 14 

2 31 

4 11 

3 8 

4 14 

5 3 

2 30 

1 14 

2 22 

4 7 

5 18 

5 43 

3 13 

3 14 

3 16 

1 18 

3 15 

5 45 

5 15 

4 18 

5 38 

4 1 

5 28 

2 20 

5 33 

4 4 

2 17 

1 7 

2 2 

5 12 

2 16 

2 6 

4 13 

1 2 

3 5 

4 32 

5 2 

2 28 

4 2 

5 37 

5 44 

5 47 

2 21 

4 17 

5 20 

1 15 

4 6 

5 16 

5 32 

2 9 

5 54 

2 26 

1 12 

2 4 

4 5 

5 17 

1 22 

1 24 

4 16 

5 25 

4 31 

1 25 

5 55 

4 35 

FIG. ITEM 
FSCM NO. NO. 

88044 4 22 

88044 5 31 

88044 5 29 

88044 4 29 

80625 4 33 

80625 4 34 


Change 1 23 



m 5-4120-343-24P 
TO 35E9-179-14 


SECTION IV 


NATiem srocx mmEk part miNBgR index 


PART fIG® I TEN 


NUMBtR 

FSCM 


NO® 

AP36 

7U76 

3 

2 

AP42 

71176 

5 

7 

M151 

35197 

3 

9 

M151 

35197 

5 

5 

414021 

41947 

4 

4 

A3MHB 3 

92578 

2 

31 

B2-4-3C 

9843? 

4 

26 

CPRH35« 

702 55 

4 

24 

DANIEL S62tL 

71747 

1 

4 

FSU 

22336 

3 

12 

GYM 

98437 

5 

IS 

was4a 

70255 

4 

16 

LCL2A 

702 55 

5 

41 

L61S 

87531 

4 

IS 

«S1S795“804 

96906 

5 

14 

»SiS?95-806 

969 06 

2 

20 

MS157^S-a09 

96906 

1 

6 

»S 1579 5- 809 

96906 

2 

3 

IIS21044W3 

96906 

4 

1 

HSai044N3 

96906 

5 

28 

«S21i04C4 

96906 

5 

30 

MS21105-7 

96906 

4 

3 

MS2il05-7 

96906 

S 

53 

MS27130“20 

96906 

1 

12 

MS27130-2a 

96906 

2 

4 

MS2Ti30-20 

96906 

4 

5 

NS27i30-20 

96906 

5 

11 

NS27130A14 

96906 

2 

32 

RS27i3QA26 

96906 

i 

5 

^527130426 

96906 

4 

20 

NS27I83-iO 

96906 

4 

11 

«S27183»i3 

969 06 

1 

3 

NS27183-i3 

96906 

3 

6 

NS2T18M3 

96906 

4 

30 

MS27183-13 

96906 

5 

4 

NS27i83-15 

96906 

3 

S 

Nsmsa-is 

96906 

4 

14 

MS2T183-I5 

96906 

5 

3 

MS27183-7 

96906 

2 

30 

NS27183-8 

96906 

i 

14 

NS27183-8 

96906 

2 

22 

HS27l83-a 

96906 

4 

7 

NS27183-8 

96906 

5 

18 

NS3I02E24-22P 

96906 

2 

IS 

HS3S059«»2i 

96906 

2 

5 

«S3S19i-273 

96906 

4 

2 

MS3S1 91-273 

969.06 

5 

37 

MS 33206-248 

96906 

2 

28 

MS3S207-262 

96906 

5 

47 

MS35207-264 

96906 

2 

21 

MS35207-264 

96906 

4 

17 

MS 3 3207-264 

96906 

5 

20 

MS35207-265 

96906 

1 

15 

MS35207-265 

96906 

4 

6 

MS35207-265 

96906 

S 

16 

MS3S2-0T-26? 

96906 

5 

32 

MS3320T-269 

96906 

5 

54 

MS35224-63 

96906 

5 

27 

.MS35233-3i 

96906 

2 

19 

MS33234-30 

96906 

5 

11 

MS35234-65 

96906 

1 

8 

MS 3 533 8-134 

96906 

2 

17 

IIS3S338-139 

96906 

1 

7 

MS35338-X39 

96906 

2 

2 

MS. 33338-41 

96906 

S 

13 

MS 3533 a- 42, 

96906 

2 

29 

MS3.S33S-43 

96906 

1 

13 

MS3533fi-43 

96906 

2 

24 

MS3S338-43 

96906 

4 

8 

MS3S338-43 

96906 

5 

21 

MS3:S338-44 

96906 

4 

10 

MS3,5649-64 

96906 

2 

16 

MS35650-3a4 

96906 

2 

6 

MS354I50-362 

96906 

5 

12 

MS31f22-21 

96906 

4 

13 

.MS,31922-9 

96906 

1 

2 

MS 51922-9. ■. 

96906 

3 

5 

MS51922-9 ^ . 

96906 

4 

32 
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96906 

5 

2 

IIS5i9S«-*64' ’. 
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2 
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IB 
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4 
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05472 
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05472 

3 

T 

SS107 

98437 

5 

39 
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98437 

1 

33 

$S720-20V 

98437 

1 

26 

TCLEaOOHWiOO 

70255 

3 

50 
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77009 

4 

23 

WWTT73-I-200XII032MALL 

WWT775-l-400XR030wAkL 

WVT775-3-800XR032yALt 

WWT775-5-800XR035yA4.t 

tfyT799T¥P£LF0RMACL2-I-8 

W1715 

81340 

81348 

81348 

81348 

81348 

4194? 

3 

16 

W1717 

4194? 

5 

43 

W726 

41947 

3 

IS 

y2022 

41947 

3 

17 

W2022 

41947 

5 

42 

W23i2 

41947 

5 

36 

W232i 

41947 

3 

13 

W2326 

41947 

3 

15 

y2326 

41947 

5 

45 

^2334 
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3 

21 

W28i7 
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3 

20 
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5 

34 
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3 

19 

W4006 
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5 

46 

W4007 
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5 

4© 

W40350 

41947 

3 

14 

W4043 

41947 

5 

44 

018-0010-00 

14569 

4 

27 

lVP44-.5^a 

71176 

3 

3 

IVP44-5-8 

71176 

5 

9 

14-18-150-24 

94222 

1 

21 

1423-lMi 

9843T 
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1601-0410 

19738 

1 
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1 
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27 
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1 
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1 
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9843T 

1 

1 
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90437 

3 

ll 
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X 

2S 

20V2-106 
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5' 

55 

20V2-107M1 

90437 

1 

16 

20V2-108 

9843? 

% 

28 
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98437 

■ 2 

13 

2OV2-1O0 

98437 

3 
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20V 2-1 08 

98437 : 

5 

26 

20V2-109 

98437 

1 

29 

2OV2-110 

98437 

5 
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20V2-2P1 

98437 

I 

f 

20V2-2P5 

98437 

5 

24 

20V2-2P6 

98437 . 

■ 5 

23 

20V2-2P7 

98437 

:4 ■■ 

,12 

20V2-2P8 

98437 : 

1 

11 

20V2-2P9 

98437 ■ 

S'. 

; 51 

20V3-2 

98437 " 

: 4 

'35' 

20V3-7 

98437 

' ' 5 ' '. 

.'32 

20 V 4-1-1 

90437 

2 

15 " 

20V 5-6-2 PI 

... .98437 

1 

37 

20V 5-6-2 P2 

90437 

1 

38 ' 

20V5-6-2P3 

98437 

1 

3.9:;. 

20V 5-6-2 P4 

98437 
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20V 5-6-2 P 5 

98437 

.' ■ 1' 
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98437 
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14 
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2 

12 
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2 

10 
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5 

6 
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2 

11 
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1 
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1 
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1 

17 
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s<|uart kilomtteri 
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Mm 

squart bfc tomttori 
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M3 

cubic mttori 
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mllltlileri 

nmn 
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3m 

litort 
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gallons 
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AU 
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m«trlc toni 
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abort tona 
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